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6 June 1983 


NOTE FOR: DDA 
Harry: 

I understand that design changes ce 
continue to happen on SAFE. I trust 
you are keeping such at the barest 
minimum and that we don't continue to 
diddle the system during the develop- 


mental phase. 


STAT 


nN. McManon 
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